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American Fence 

Stocks of American Fence are 
carried in every place where farm 
supplies are sold. The fence is ship- 
ped to these points in carload lots, 
thereby securing the cheapest trans- 
portation, and the saving in freight 
thus made enables it to be sold at the 
lowest prices. Look for the American 
Fence dealer and get the substantial 
advantages he is enabled to offer. He , 
is there to serve the purchaser in per- 
son, offer the variety of selection and 

save the buyer money in many ways. 

i 

FOR SALE BY 



American Tcnce Catalogue, 3602 
August, 1915 



This is the most complete American Fence catalog ever published. If you 
anticipate at any time building Fence or repairing Fences now on your property, 
this catalog should be kept for reference, as the instructions for Fence build- 
ing on pages 35 to 49, if followed, will insure increased life for your Fence. The 
following diagrams indicate the number of rods of Fence required to enclose 
fields of different sizes. The dimensions given are exact, so that in buying 
Fence, sufficient allowance should be made to cover Fence taken up in wrapping 
around End and Corner Posts. 



Dimensions of 1, 2, 3 and 4- Aero Lots 
and fence required to enclose them. 
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Number of Rods of Fence Requireil to 

Enclose Fields of Different Sizes 
This Diagram Shown Vi Section, or 320 Acre* 
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How to Order American Fence 

State quantity, in number of rods. 

t;tof» rw;«n WnmU, / The last two figures indicate the height in inches. 

otate uesign ixuniDer. j Thg preceding ngures indicate the number of horizontal bars in the fence 

State distance between stay wires. 

State specifications (which indicate size of the wires desired). 

State size of rolls desired. 

For example: 

500 Rods 1047-6 in. stay American Fence Spec. D-25/20 rod rolls. 

Full Gage Wires— Full Length Rolls— Full Weight 
AMERICAN FENCE 
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AMERICAN FENCE 
Is a Household Word 

It Has Stood the Test for 20 Years 

rTlHERE are many imitations of American Fence 

A on the market, but only one o?iginalimd genuine. 

\\\ every roll of the genuine American Fence you 

will find this si mi 




For his own protection, the man who buys Woven 
Wire Fence should carefully consider the following 
five important points: 

First: Size of Wire 

Second: Quality of Wire 

Third: Quality of Galvanizing 

Fourth: Method of fastening stay wires to line wires 

Fifth: Spacing between line wires and stay wires 



The Fence with a Reputation Behind It 
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How to Determine Quality in a Woven 

Wire Fence 

Size of Wire 

It is well to bear in mind that it costs just as much to set posts and stretch fence 
made of light or small wires as if the fence is made of heavy or large wires. The 
slight additional cost of the heavy wire fence is more than offset by the increased 
resistance against corrosion, as well as its ability to more ably withstand the physi- 
cal abuse which results from farm stock bearing down on the fence and trespassers 
climbing over it. 

Our stock of American Fence is so extensive that we can meet the needs of all 
fence users but we advocate the use of farm fence made of all No. 9 gage wire 
wherever it is possible to do so. Observe carefully the following illustrations 
showing the sizes of wire used in American Farm Fence and you will note the great 
diameter of No. 9 gage as against the lighter wires. 

Specifications D 

Top Wire Xo. 9 jj tes==i^^l T 0|) Wi n 




Specifications G 

Xo. 9 




Bottom Wire No. 9 

Intermediate Wires.. . . No. 10 
Stay Wires Xo. 10 

Specifications L, 

Top Win- Xo. 10 

Bottom Win- Xo. 10 

Intermediate Wires. .Xo. 1232 
Stay Wires Xo. 1 2} 2 




Bottom Wire Xo. 9 

Intermediate Wires Xo. 9 

Stay Wires. Xo. 9 

Specifications A 

Top Wire Xo. 9 

Bottom Wire Xo. 9 

Intermediate Wires.. . . Xo. 11 

Stay Wires Xo. 11 

The above specifications cover farm fences most generally used. Succeeding 
pages in this catalog describe fully, every design of farm, poultry, and special fences 
which we manufacture. The heights, weights, and gages of wire shown are sufficient- 
ly correct for all practical purposes, although slight variations may occur, owing to 
nature of fabric, temper of wire, etc. 

Quality of Wire 

The average fence user can easily become confused by the claims of some manu- 
facturers regarding the advantage of Open Hearth Steel over Bessemer Steel, or 
Bessemer over Open Hearth; also the merit of high carbon steels as compared with 
low carbon steels, etc. We make large quantities of both Open Hearth and Bes- 
semer Steel, using both kinds extensively in the manufacture of American Fence, 
with equally good results. In describing our wire we do not use misleading terms 
which are likely to confuse the consumer. We know that the wire used in American 
Fence is just right for fence purposes' — not too hard nor too soft. It is tough and 
strong, having just enough spring to give it the "life" required in a woven wire 
fence, and can be spliced in the field with ordinary fence tools. After it is gal- 
vanized by our superior galvanizing process, described on page 3, it makes the best 
woven wire fence that can be produced. 

Full Weight— Full Gage Wires— Full Length Rolls 
AMERICAN FENCE 
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Quality of Galvanizing 

The purpose of galvanizing wire is to protect it from rust, or corrosion. "Gal- 
vanizing" consists in covering the wire with a coating of zinc, or spelter, as it is 
commonly called. In following paragraphs we will refer to it as zinc, which is its 
trade name. 

After being properly cleaned, the wire is passed through a bath of molten zinc. 
The wire is never passed through the zinc bath more than once, because to pass it 
through the second time, would melt off the first coat of zinc. The terms 
"double galvanized'* and "triple galvanized" are, therefore, entirely 
misleading, because no double or triple galvanized wire is made. 

It is not alone the quantity of zinc on the wire that gives an assurance of long 
life, but also the manner in which the zinc is applied, that determines its value. A 
uniform coating of zinc applied so as to avoid bare and thin spots on the wire, is 
far more desirable than a heavy uneven coating with portions of the wire poorly 
protected. The zinc must be applied at the proper temperature and under suitable 
conditions in order to secure the greatest possible bond or adhesion between the 
wire and the zinc covering. The zinc coat must be as flexible as possible so as to 
avoid cracking or peeling while the wire is being manufactured into woven wire 
fence, or coiled up in the roll for shipping. 

The zinc protects the wire from rust, not only because it acts as a covering for 
the wire, but more especially because there is an electrical relationship between the 
zinc and the steel, that causes the zinc to exercise a preserving influence over the 
steel wire. Zinc is practically the only suitable metal which is electro-positive to 
steel. When zinc and steel are put together, zinc becomes the electro-positive and 
steel the electro-negative body. The oxygen of the atmosphere, which is the 
destroying element, always tends to attack the electro-positive substance and to 
leave free from attack, the electro-negative substance. The oxygen of the air has 
little or no effect upon zinc. In a properly galvanized wire, therefore, the oxygen 
is always harmlessly working upon, or tending to destroy, the zinc coating and is 
leaving almost free from attack, the steel, which is the electro-negative substance. 

After many years devoted to scientific investigation on this subject, we have 
been able to exactly determine the proper speed, temperature, etc., that should 
be used in galvanizing the different sizes of wire in order to secure the very best 
results. On every hand we are hearing the comment: "Your galvanizing 
is better than it used to be." This is all due to the years spent in scientific and 
painstaking efforts to improve our methods and equipment in order to turn out a 
better product. Our theory that improvement of quality would bring 
increased sales is being demonstrated to our entire satisfaction. 



Heaviest and Smoothest Galvanizing 
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Method of Fastening Stay Wires to Line Wires 



Fii. 4 




Fia. 1 Fia. a 

American Fence is so well known that a detailed description of its construction 
is almost superfluous. As the following pages will show, American Fence is a 
"hinge joint" fence. 

To illustrate this, we show in Fig. 1 a side view of the upright or stay wires 
from which it will be seen that each stay is a separate and distinct wire. Or in other 
words, the stay is cut at each horizontal wire. Fig. 1 also shows the stays as they 
appear in the fence when upright. 

Fig. 2 shows the action of the stays when severe or unusual pressure is brought 
against the fence. You will note that the wire itself is perfectly straight, the strain 
being on the hinge, or "wrap" as it is sometimes called. When the pressure is 
removed, the fence will resume its original position. 

Fig. 3 shows a front view of the hinge joint from which it can be readily under- 
stood how the stay wires act under pressure. 

Figs. 4 and 5 show the tension curve in American Fence, which is placed every 6 
inches in each horizontal or line wire. During warm weather, wire will expand and 
during cold weather it will contract. The purpose of the tension curve is to take 
care of this expansion and contraction, allowing the fence to retain its normal 
position under these varying conditions. 

Spacing Between Line Wires and Stay Wires 

When buying woven wire fence it is important that you measure the distance 
between the horizontal wires to see that the spacing is as represented. Also meas- 
ure distance between the upright or stay wires, for there are many fences advertised 
as having stays 12 inches apart, when in reality the distance between the stays is 
more than 12 inches. This, of course, reduces the number of stays to the roll and 
also reduces the weight of the fence per rod, which means that you are not getting 
what you pay for. In American Fence the distance between the stay wires will be 
found as represented. 

When Buying a "Hinge Joint" Fence, be Sure You Get 
AMERICAN FENCE 
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American Fence 

Designs 1258, 1149, 1041, 934, and 828 

Slay Wires 6 or 12 Inches Apart. Furnished in 40, 30, and 20 Rod Rolls. 



0IST1NC! 
BETWEEN 

bars-Inches 



I2BARS 58 




These five 

spy designs are 

appropriate for general 

farm purposes. The 

close spacing between 

the bottom wires is adequate for 

turning hogs and sheep, while 

the wide spacing between five 

top wires makes it an ideal horse 

and cattle fence. 

Above designs made in four weights' or 
specifications, with actual size of wires as 

folloWSt 

Specifications A Spec C Spec. D Spec. L, 







Specifications 


A 








Specifications 


c 






Height 

in 
Inches 


12-inch Stays 


6-inch Stays 


Design 
No. 


Height 

in 
Inches 


12-inch Stays 


6-i«CH Stays 


Design 
No. 


Approx.Wt. 
per Rod 

Pounds 


Ask lour 

Dealer 
for Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Tour 

Dealer 
for Prices 


Approx.Wt. 
per Rod 
Pounds 


iBk Tour 

Dealer 
for Prices 


Approx.Wt. 
per Rod 
Pounds 


isk Tear 

Dealer 
for Prioet 


1258 

1149 

1041 

934 

828 


58 
49 
41 
34 
28 


13.0 

11.7 

10.5 

9.3 

8.2 




17.6 
15.7 
14.0 
12.3 
10.7 




1258 

1149 

1041 

934 

828 


58 
49 
41 
34 
28 


16.0 
14.4 ' 
12.9 
11.4. 
10.0 




22.1 

19.7 
17.4 
15.3 
13.3 




Specifications D 


Specifications L. 


1258 

1149 

1041 

934 

828 


58 
49 
41 
34 
28 


19.4 
17.5 
15.6 
13.8 
12.1 




27.2 
24.3 
21.5 
18.9 
16.4 




1258 

1149 

1041 

934 

828 


58 
49 
41 
34 

28 


9.0 
8.1 
7.3 
6.6 
5.9 




12.1 

10.8 
9.7 
8.6 
7.5 





Look for the Sign "AMERICAN FENCE" in Every Roll 
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American Fence 

Designs J 155, 1047, 939, 832, 726, and 620 

Furnished in 40, 30, and 20 Rod R< 



Stay Wires 6 or 12 Inches Apart. 

IISTAKCE 

HTWEEN 

•hmkiei II BARS 55INCH 




Specifications A 



Specifications C 



Design 
No. 



1155 
1047 
939 
832 
726 
620 



Height 

in 
Inches 



55 
47 
39 
32 
26 
20 



12-inch Stays 



Approx.Wt 
per Rod 
Pounds 



12.0 
10.8 

9.6 
8.5 
7.4 
6.2 



Ask Your 

Dealer 
for Prices 



6-inch Stays 



Approx.Wt 
per Rod 
Pounds 



16.4 

14.6 

12.8 

11.2 

9.6 

8.0 



Ask Your 

Dealer 
for Prices 



1155 
1047 
939 
832 
726 
620 



Specifications I) 



55 
47 
39 
32 
26 
20 



18.0 
16.0 
14.1 
12.3 
10.6 
9.0 



25.3 
22.3 
19.6 
17.0 
14.5 
12.1 



Design 
No. 



Height 

in 
Inches 



1155 
1047 
939 
832 
726 
620 



55 
47 
39 
32 
26 
20 



12-inch Stays 



Approx.Wt, 
per Rod 
Pounds 



14.8 
13.3 
11.8 
10.3 
8.9 
7.5 



Ask Your 

Dealer 
for Prices 



6-inch Stays 



Approx.Wt. 
per Rod 
Pounds 



20.5 
18.2 
16.0 
13.8 
11.8 
9.8 



Ask Your 

Dealer 
for Prices 



Specifications L 

"1155 55 8A TuT 

1047 47 7.5 10.0 

939 39 6.7 8.9 

832 32 6.0 7 8 

726 26 5.2 6 7 

620 20 4.6 5*8 
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American Fence 

Design 949 
Stay Wires 6 or 12 Inches Apart. Furnished in 40, 30, and 20 Rod Rolls. 



DISTANCE 
BETWEEN 

SARS-Iiiches 



9 BARS 




Design 949 is an ideal horse or 

cattle fence. However we do 

not recommend it for hogs and 

smaller animals on account of 

the wide spacing between line wires. Design 1155 

as illustrated on page 6 is our regular hog and 

cattle fence with closer spacing at bottom of fence 

giving ample protection against hogs. * . 



Above design made in four weights or specifications, with 
actual size of wires as follows: 



Specifications A 



Specifications G 



Specifications D 



Specifications L 



Tup Bar., No. 9 
Buttom Bar No. 

Intermediate 

Bars No. 11 

Stays No. 11 








Specifications A 








Specifications C 




Design 
No. 


Height 

in 
Inches 


12-inch Stays 


6-inch Stays 


Design 
No. 


Height 

in 
Inches 


12-inch Stays 


6-inch Stays 


Approx.Wt. 
per Rod 
Pounds 


Ask Your 

Dealer 
for Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Your 

Dealer 
for Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Your 

Dealer 
for Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Your 

Dealer 
for Priee* 


949 49 


10.1 




13.9 




949 


49 


12.4 




17.3 




Specifications D 


Specifications L. 


949 


49 


15.0 




21.3 




949 


49 


7.1 




9.6 





Spacing Between Stay Wires Just as Represented 
AMERICAN FENCE 
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American Fence 

Design 845 



Stay Wires 6 or 12 Inches Apart. 

• 1ST AMCC 
IETWEEH 
MRS-licm 



Furnished in 40, 30, and 20 Rod BolU. 




With one strand of barbed 
wire stretched about 4 
inches above the top bar 
of the fence, this design 
makes an excellent fence for turning horses and 
cattle. It is the same as Design 949, shown on 
preceding page, except that it has only 8 
horizontal bars instead of 9 — the botto/n wire 
being omitted from Design 949. Where the barbed wire is ob- 
jectionable, we recommend the 49-inch fence with 9 bars. u 

Above design made in four weights or specifications, 
with actual size of wires as follows: 



Specifications A Specifications C Specifications I> 



Specifications L. 



Top Bar N». % 

Bottom Bar... No. 

Intermediate 

Bars Mo. 11 



•toys. 



. No. 11 




Specifications A 



Specifications G 



Design 
No. 


Height 

in 
Inches 


12-inch Stays 


6-inch Stays 


Design 
No. 


Height 

in 
Inches 


12-inch Stays 


6-inch Stays 


Approx.Wt. 
per Rod 
Pounds 


Ask Tour 
Dealer 

for Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Your 

Dealer 
for Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Your 

Dealer 
for Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Year 

Dealer 
for Prices 


845 


45 


9.1 




12.5 




845 


45 


11.2 




15.6 




Specifications 1) 


Specifications 1< 


845 


45 


13.4 




19.1 




845 


45 


6.4 




8.7 





The Original and Genuine has this Sign on every Roll 
AMERICAN FENCE 
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American Fence 

Design 741 

Stay Wires 6 or 12 Inches Apart. Furnished in 40, 30, and 20 Rod Rolls. 

DISTANCE 

BETWEEN 
Bars-Inches 




This is the same Fence as 
described on page 8, except 
that the lower wire is left off, 
making it 41 inches high in- 
stead of 45 inches. 

This fence with one or two barb wires 
above makes a very satisfactory fence for 
horses and cattle. 

Above design made in fonr weights or specifications, wiih 
actual size of wires as follows: 



Specifications A 



Specifications C 



Specifications 13 



Specifications L. 



Top Bar No. 9 

Bottom Bar. .No. 9 

Intermediate 

Bars No. 11 



Stays. 



.No. 11 








Specifications 


A 








Specifications 


c 




Deelgn 
No. 


Height 

in 
Inches 


12-inch Stays 


6-inch Stays 


Design 
No. 


Height 

in 
Inches 


12-inch Stays 


6-inch Stays 


Approx.Wt.IAsk Your 
per Rod 1 Dealer 
Pounds 'for Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Tour 
Dealer 

far Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Your 

Dealer 
for Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Your 

Dealer 
for Prices 


741 


41 


8.3 




11.4 




741 


41 


10.1 




14.2 




Specifications D 


Specifications L 


741 


41 


11.8 

j 


16.9 




741 


41 


5.S 




7.8 





Full Weight—Full Gage Wires— Full Length Rolls 
AMERICAN FENCE 



10 



American Steel & Wire Company 



American Fence 

Designs 635 and 526 

Stay Wires 6 or 12 Inches Apart. Furnished in 40, 30, and 20 Rod Rolls. 



DISTANCE 
BETWEEN 
BIRS-Uches 



6 BARS 35 INCH 




Showing fence 
placed lO inches 
above the ground. 

For large sheep ranches, where on 
account of the quantity of fence re- 
quired, economy in price and labor is 
an important factor, we recommend 
these two designs. When placed about 10 inches above 
the ground, as shown in above illustration, they can 
also be used for a stock fence. Where so used, it is 
always advisable to stretch one or more barbed or smooth wires 
above the fence. The lowest strand of barbed wire should not be 
more than 4 inches above the top bar of the woven fence. 

Above designs made in four weights or specifications, with actual size of wires 
ns follows: 



Specifications A 



Specifications C Specifications I> Specifications L 



Top Bar . . No. 9 1 
Bottom Bar.. No. 9| 

Intermediate 

Bars No. 11 



Stays... 



N<>. II j 







Specifications 


A 








Specifications 


c 






Height 

in 
Inches 


12-inch Stays 


6-ixch Stays 


- , HeiHht 


12-inch Stays 


6-inch Stays 


Design 
No. 


Approx.Wt. 
per Rod 
Pounds 


Ask Your 

Dealer 
for Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Your 

Dealer 
for Prices 


Design 
No. 


in 
Inches 


Approx.Wt, 
per Rod 
Pounds 


Ask Your 

Dealer 
for Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Your 

Dealer 
for Prices 


635 

52G 


35 
26 


7.1 
5.8 




9.7 

7.7 




635 
526 


35 
26 


8.5 
6.9 




11.8 
9.4 




Specifications D 


Specifications L. 


635 
526 


35 
26 


10.2 
8.3 




14.6 
11.7 




635 
526 


35 
26 


5.1 

4.3 




6.9 
5.6 





When Buying a "Hinge Joint" Fence, be Sure You Get 
AMERICAN FENCE 
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American Close Mesh Hog and Gattle Fence 

Designs 1558, 1452, 1346, 1240, 1134, 1028, 924, and 820 

Stay Wires 6 or 12 Inches Apart. Furnished in 40, 30, and 20 Rod Rolls, 



DISTANCE 
BETWEEN 
BARS -Inches 




Also Made in 

Design 926 

9 Bars, 26 Inches High 



We present here a style of fence used very ex- 
tensively in the Southern states for turning 
razor-back hogs. Besides being an excellent 
tence for that purpose, it makes a very efficient 
barnyard fence, because the spacing between 
the lower wires is close enough to keep out any- 
thing except the smallest chickens. 



Above designs made in one weight -with 
actual size of wire as follows* 

Specifications E 
Top Bar No. 10 

Bottom Bar No. 10 

Intermediate Bars No 12 BE^H ^^!^ ^^ ^ 

Sta V a No. 13 








Specifications K 




Design 

No. 


Height 
in 


12-inch Stays 


6-inch Stays 


Approx.Wt. 


Ask Tour 


Approx.Wt. 


Ask Your 






per Rod 
Pounds 


Dealer 


per Rod 


Dealer 






for Prices 


Pounds 


for Prices 


1558 


58 


10.8 




13.7 




1452 


52 


10.1 




12.7 




1346 


46 


9.3 


« 


11.6 




1240 


40 


8.6 




10.6 




1134 


34 


7.8" 




9.6 




1028 


28 


7.1 




8.6 




926 


26 


6.5 




7.9 




924 


24 


6.3 


7.7 




820 


20 


5.6 


6.8 





Every Rod Fully Guaranteed 
AMERICAN FENCE 
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American Poultry and Garden Fence 

Designs 2158, 2053, 1948, 1843, 1635, and 1324 

Stay Wire 6 Inches Apart. Furnished in 30, 20, and 10 Rod Roll, 



DISTANCE 

BETWEEN 
BARS-Imcmes 



BARS 58 INCH 




Above designs made in one weight with 
actual size o£ wires as follows* 

Specifications F 
Top Bar No. 11 

Bottom Bar No. 11 

Intermediate Bars No. 13 

Stays No. 14 



The steadily increasing de- 
mand for above designs 
proves the efficiency, of this 
fence for use around' Poultry- 
Yards, Gardens, Orchards, 
etc. Especial attention is directed to the close 
spacing between bottom wires. The large wires 
used, and the 6-inch spacing between stay wires, 
make it a suitable fence ffirall ordinary purposes, 
except where a heavy stock fence 4s required. 
Six heights shown are the most popular on the 
market. 

Specifications F 




Design 


Height 


Approx.Wt. 
per Rod 
Pounds 


isk Your 
Dealer 


No. 


Inches 


for PricM 


2158 


58 


12.9 




2053 


53 


12.2 




1948 


48 


11.5 




1843 


43 


10.8 




1635 


35 


9.5 




1324 


24 


7.6 





It ha* Stood the Test for 20 Year* 
AMERICAN FENCE 
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American Park and Paddock Fence 

Designs 2488, 2382, 2276, 2171, 2066, and 1961 

Stay Wires 6 or 12 Inches Apart. «nrl " n«»i 



• Furnished in 20 and 10 Rod Rolls. 




Especially 
designed for 
enclosing 
Private Parks, 
Grounds, Race 
Tracks, Zoological Gar- 
dens, Stockades, Brand- 
ing Pens and Manufacturing 
Plants. 

The large and heavily galvan- 
ized wires, all of which are the 
same size, produce a fence that is un- 
equaled for the above purposes. 

Made in six heights ranging from 61 to 
88 inches. 

* While the use of 20 rod rolls reduces the number of 
splices, the rolls are extremely heavy, as will be seen 
from weights shown below. 



Above designs 
made in one 
weight with ac- 
tual size of wires 
as followsi 



: Park: and Pad dock Specifications 2382 
Top Bar No. 9 

Bottom Bar No. 9 

Intermediate 

Bars No. 9 



Stays No. 9 








Park 


and Paddock Fence 




■E3° 


Height 

in 
Inches 


Num- 
ber of 
Hori- 
zontal 
Wires 


12-inch Stays 


6-inch Stays 


Approx.Wt. 
per Rod' 
Pounds 


isk Your 

Dealer 
for Prices 


Approx.Wt. 
per Rod 
Pounds 


Ask Tour 

Dealer 
for Price* 


2488 


88 


24 


36.3 




49.3 




2382 


82 


23 


34.6 




46.8 




2276 


76 


22 


32.8 




44.4 




2171 


71 


21 


31.2 




42.1 




2066 


66 


20 


29.6 




39.8 




1961 


61 


19 


28.0 




37.5 


» 



Gates to match above fence shown on page 29 

Made only at our Pittsburgh mills. 
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Stay Wi 

OISTANCF 
BETWEEN 

BABS-Imkh 



American Fence 

Designs 958, 849, 741. 6X* *o« , m 

ires 12 or 24 Incliea Apart. £ \ ? 26 ' and 418 

Furnished i* 20 and 3D Rod R oll( 

iBARS58 INCH 




■ 



Top Bar 

Bottom Bar. 



" a*****' Also made In 

%^^ Deri * n » 853 » 747, 640. 
J0^ 533, and 426 

«J h f1 d t Slgn - shown above repre- 
the horizontal bars i not t ff ^T 1 

On accoint of ?he^tremeW inaiyS - trength is Quired 

24-,nch stay it gives excellent serVice nCheS ' and even *" the 

A We des^ade^e ^ with ac , ual ^ ^ ^ _ ^ 



-No. 7 
.No. 7 



Intermediate Bars No. 7 



Design 
No. 



Specifications G 



Stays . 



• No. 7 



Height 
in 

Inches 



958 
849 
741 
633 
526 
418 



58 
49 
41 
33 
26 
18 



24-inch Stays 



Appro*. Wt. 
per Rod 
Pounds 



17.6 
15.5 
13.4 
11.3 
9.3 
7.2 



Ask Tour 

Dealer 
for Prices 



12-inch Stays 



Appro*. Wt. 

per Rod 
Pounds 



22.7 
19.9 
17.1 
14.4 
11.7 
9.0 



Ask Tour 

Dealer 
for Prices 



Design 

No. 



853 
747 
640 
533 
426 



Height 
in 

Inches 



53 
47 
40 
33 
26 



Specifications G 

24-inch Stays 



Appro*. Wt. 
per Rod 
Pounds 



MadTom^ at our PittaburUh mtlla." 



15.7 
13.7 
11.7 
9.7 
7.7 



Ask Tour 

Dealer 
for Prices 



— , „. . 'iiBuurxa mills. 

Strength, Durability and Flexibility are Found in 
AMERICAN FENCE 




1i 
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Union Lock Poultry Fence 

A Closely Spaced, Medium Weight, Square Mesh Poultry Fence 

Made in Two Weights or Specifications 

Bight Popular Heights 










-00 in*. 



Heigbto 
'84 ins. 



72 ilia. 



48 int. 



- M inv 



;JH im 

13 ins 



12 iua 



Union Lock Poultry Fence has been on the market for years. The steadily increasing demand 
proves its superiority as an efficient, medium priced poultry fence. It is not to be confused with 
what is commonly known as a poultry netting. The latter is usually made from lighter wire, while 
Union Lock is a woven wire fence, made of heavier and well galvanized wire, which insures longer 
life. The first requirement of a good poultry fence is close spacing. Union Lock Poultry Fence^vith 
its first six spaces only V/% inches apart, and gradually increasing to 3% inch spacing at the top, is a 
barrier to the smallest chicks. ~ 

All the horizontal bars consist of a two-strand cable. 

Upright or stay wires are also closely spaced and woven into each cable to prevent slipping. 

Being of square mesh construction, it goes up easily on uneven ground. 

Can be stretched tightly, same as a stock fence. 

Union Lock Poultry Fence offers exceptional value for a 
medium weight fence of its kind, 

Furnished in 10 and 20 Rod Rolls— Specify Size Rolls Desired 



Union Lock Poultry Fence 



Specifications L 

HORIZONTAL CABLES— Two No. 20 Galvanized wires, 

twisted together 

STAYS — No. 19 Galvanized wire, 3 inches apart. 


Specifications II 
HORIZONTAL CABLES— Two No. 17 Galvanized wires, 
twisted together 
STAYS — No. 17 Galvanized wire, 4 inches apart. 


Design 
Number 


Height 
Inches 


Number 
of Bars 


Approxi- 
mate Lbs. 

per 10 
Rod Roll 


Ask Your 

Dealer 
for Prices 


Design 

Number 


Height 
Inches 


Number 
of Bars 


Approxi- 
mate Lbs. 

per 10 
Rod Roll 


Ask Your 

Dealer 
for Prices 


3184 
2872 
2560 
2248 
1936 
1624 
1318 
1012 


84 
72 
60 
48 
36 
24 
18 
12 


31 

28 

25 

22 

19 

16 

13 - 

10 


62 
55 
48 
42 
35 
28 
24 
17 




3184 
2872 
2560 
2248 
1936 
1624 
1318 
1012 


84 
72 
60 
48 
36 
24 
18 
12 


31 
28 
25 
22 
19 
16 
13 
10 


119 
104 
94 
80 
68 
54 
45 
34 
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American Lawn Fence 




<^CH)4l^^ 



CONSTRUCTION! No 9 Galvanized Steel Wire Pickets (single wires) with 
Cables of two No. 12 Galvanized Steel Wires r 

*I»de in Four Height. «» Listed Below. Furnished in ISO P.ot /Roll. 

hin J^k^ H W " Fe ? CG H 0025 }^ th ? dass of woven wire fences m which attractiveness is com- 
fn? f J 1 fl 1 eSS ' I trength, and lasting quality. It is rapidly taking the place of wood fences 
for use around lawns, flower beds, front yards, and for division fences between residences. A few 
reasons why it is far superior to a wood fence: 

Lasts longer, because it is not subject to decay. 

Stronger, because it is made of heavy wires, thoroughly galvanized. 

More sanitary, because it offers no breeding places for insects. 

Cheaper, because it requires no repairing, painting, etc., from year to year. J 

Beneficial to the lawn or garden, because it provides for perfect ventilation 

and maximum amount of sunlight. 

of Jn 9 ,?™ nd^ Tk^V** ^ eavi fe .K^vanfeed No. 9 wire and are woven into a strong cable consisting 

fabric WlrG * Cnmp m P etS increases the strength and beauty of th« 

animlls 6 ^^ Spadng between the P^ets not only makes it unclimbable, but keeps out smaller 

American Lawn Fence erected on galvanized steel posts, presents an all-steel combination which 
is unsurpassed and enhances the value of your property. 

American Lawn Fence • 



Specifications A 

Pickets 2)4 inches apart 


Specifications II 

Pickets \% Inches aoart 


Height 
Inches 


Approx. Weight 
per Roll 


Ask Tour Sealer 
for Prices 


Height 
Inches 


Approx. Weight 
per Roll 


ilk Tear De*!«- 
far Prices 


24 
37 
42 
51 


140 pounds 
203 pounds 
220 pounds 
270 pounds 




24 
37 
42 
51 


166 pounds 
252 pounds 
286 pounds 
333 pounds 





Gates to match above fence, shown on pages 24 and 26. 
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Diamond Lawn Fence 



4-INCH MESH 



Heiihtai 




5S-i». 



50-L. 



42-i». 



34-in. 



28-in. 



lH-in. 



Diamond Lawn 
Fence is always in great 
demand, owing to the many 
purposes for which it can fee 
utilized. The triangular truss is the strongest 
form of construction known. Its diagonal or 
cross wires are so interwoven with the horizontal cables 
that slipping is impossible. This gives the fence ex- 
ceptional strength and rigidity. At every second cable the cross 
wires are wrapped around the cable, thus forming a perfect hinge joint. 
Under a heavy or sudden pressure the fence will act just like a hinge, and 
when the pressure is removed it can be bent back to its original position without injury to the wires. 
Diamond Lawn Fence in the 4-inch mesh is especially adapted for Lawns, Gardens, Barnyards, 
Hay-Mows, Grape Arbors, Trellises, Tree Guards, or any general purpose for which a fairly close 
meshed fabric is required. 

Furnished in six heights and three different specifications as described below. 

In Rolls oi 10. 20 and 30 Rod* 







Diamond Lawn Fence 


, 4-inch Mesh 






Specifications F 


Specifications G 


Specifications II 


2-Strand No. 12H Cables 


2-Strand No. 12^4 Cables 


3-Strand No. 12}^ Cables 


No. 14 Cross Wires 


No. 12J4 Cross Wires 


No. 12H Cross Wires 


Height 


Approx. Wt. 


Ask Your 


Height 


Approx. Wt. 


Ask Tour 


Height 


Approx. Wt. 


Ask Your 




per Rod 


Dealer 


per Rod 


Dealer 




per Rod 


Dealer 




Pounds 


for Prices 




Pounds 


for Prices 




Pounds 


for Prices 


58 


21.6 




58 


26.5 




58 


32.8 




50 


18.7 




50 


22.8 




50 


28.3 




42 


15.7 




42 


19.1 




42 


23.8 




34 


12.7 




34 


15.5 




34 


19.3 




26 


9.7 




26 


11.8 




26 


14.8 




18 


6.8 




18 


8.1 




18 


10.3 





Gates to match above fence, shown on pages 23, 25, 27, 30, 31 and 32. 



18 



American Steel & Wire Company 



Diamond Lawn Fence 

2-INCH MESH 
(Non-Climbable) 



Heifihts 




58. 



5(>-i 



42-( 



34-i 



26-i 



18-a 



The above fence is the 
same as that described on 
preceding pagef except 
that it has an opening 
between its cross wires of two' inches instead of 
four inches. This makes it non-climbable, and 
suitable for a great many purposes where the 4-inch 
mesh would not be adequate. The closer spacing 
increases its strength and durability, enabling it to stand the heaviest 
usage, while still retaining its shape. Diamond Lawn Fence in the 2-inch 
mesh is extensively used around School Yards, Factories, Cemeteries, 
Tennis Courts, Golf Links, Fair Grounds, Race Tracks, Bull Parks, 
Orchards, and for many similar purposes. It is also largely used by raisers of fancy cattle and 
horses, around pastures and corrals, because the mesh is so close that the stock cannot get their hoofs 
through the fence. When erected on galvanized steel posts it affords the best protection to the stock 
against loss of life by lightning. 

Furnished in six heights and three different specifications as described below. 

In Rolls of 10, 20 and 30 Rods 
Diamond Lawn Fence, 2-Inch Mesh 



Specifications* I 

2-Strand No. 12K Cables 
No. 14 Cross Wires 


Specifications^ 

2-Strand No. 12H Cables 
No. 12^ Cross Wires 


Specifications K 

3-Strand No. 12' ■'< Cables 
No. 12' i Cross Wires 


Height 

Inches 


Approx. Wt. 
per Rod 
Pounds 


Ask Tour 

Dealer 
for Prices 


Height 
Inches 


Approx. Wt. 
per Rod 
Pounds 


Ask Tour 

Dealer 
for Prices 


Height 
Inches 


Approx. Wt. 
per Rod 
Pounds 


Ask Tour 

Dealer 
for Prices 


58 
50 
42 
34 
26 
18 


29.4 
25.3 
21.2 
17.2 
13.1 
9.0 




58 
50 
42 
34 
26 
18 


38.3 
32.9 
27.6 
22.2 
16.9 
11.5 




58 
50 
42 
34 
26 
18 


44.6 
38.4 
32.2 
26.0 
19.8 
13.6 





Gates to match above fence, shown on pages 23, 25, 27, 30, 31 and 32. 



- 
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American Steel Corn Cribs 

Made of a Heavily Galvanized, Triangnlar Me«h, Wire Fabric 
Made 01 Twoiiich Spacinj i Between Cross Wires 

Two-Strand Horizontal Cables. Furnished in two sizea 

No. 50 




*tupandshippedin^^ 



and sh pped in roils containing one h 1 ^- ^ —..«--. - hush els 

No. 75 




Put up aud shipped iu rolls containing two pieces or sections. See illustration on page 20. 
American Steel Com Cribs 



Crib No. 



50 
75 



Number of Pieces 
or Sections 



1 

2 



Height when 
Set Up 



4 ft. 2 in. 
8 ft. 4 in. 



Diameter 
when Set Up 



15 ft. 6 in. 
11 ft. 8 in. 



Approximate Ca- 
pacity (Ear Corn) 



400 Bushels 
400 Bushels 



Approximate 
Weight of Crib 



77 pounds 
117 pounds 



lilt Tour Dealer 
for Prices 
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American Steel Corn Gribs 

Corn is one of the most valuable crops raised in the United States. The farmer who is located 
in the corn belt is naturally anxious to make his crop show the largest returns — whether he sells or 
feeds it. 

While the average farmer is equipped to take care of an ordinary crop, there are times when he 
may desire to increase his acreage. With a bountiful crop he finds himself confronted with the task 
of storing his surplus corn until such time as he can feed or sell it on the most profitable basis. 

We have solved the problem by the manufacture of our American STEEL Corn Crib, which 
is the best and cheapest temporary crib on the market. Its reasonable cost places it within the 
reach of either owner or tenant. 

There are several important reasons why American STEEL Corn Cribs are superior to wooden 
cribs: 

Easy to build and easy to move. 

Last longer, being made entirely of galvanized steel. 

Fireproof and not subject to decay. 

Do not hold moisture. 

Provide for thorough ventilation. 

Do not shelter vermin or rodents. 

Stronger and more durable than wood or any combination of wood and wire. 

Inexpensive — in fact cost less than wood or other inferior cribbing. 

Two-inch mesh provides close spacing. 

Can be used as a chicken or yard fence when not in use as a crib. , 

The Commercial Products of Corn 

The tremendous variety of uses to which corn is put, is illustrated by the following table, which 
is continually being added to as new discoveries are made. There is no question but in the near future 
corn will become the most widely used and valuable of all cereals. 



Feed on the cob. 
Corn meal. 
Gluten meal. 
Hulled corn. 
Corn flour. 

Adulterant for wheat- 
flour. 



Hominy. 
Corn oil cake. 
Corn starch. 
Corn flakes. 
Corn oil. 
Glucose. 



Sugar. 

Syrup. 

Jelly Glucose. 

Confectionery. 

Cob pipes. 

Cob fuel. 



Lining warships. 
Corn-down for cushions. 
Corn stalk paper. 
Smokeless gunpowder. 
Husk mattresses. 
Husk matting. 



Many works on corn, its nature, history and future are written, but the most recent and' com- 
plete is Corn: Growing, Breeding, Judging, Feeding and Marketing, by M. L. Bowman and B. W. 
Crossley, Professors of the Iowa State College of Agriculture and Mechanic Arts, Ames, Iowa. 



American Steel Corn Cribs 
Ready for Shipment 




No. 50 Cribs are put up in one piece or section. 
No. 75 Cribs are put up in two pieces or sections, of equal length, but packed 

together in one roll. 
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American Steel Corn Cribbing 

Made of Heavily Galvanized, Triangular Mesh, Wire Fabric. 

Two-inch Spacing Between Cross Wires. 

Two-Strand Horizontal Cables. 

Famished in Six Heights. In rolls of 10, 20, and 30 rods 

On the preceding page we point out some of the ad- 
vantages offered by Steel corn cribs over wood. These 
same advantages apply to Corn Cribbing. 

American Steel Corn Cribbing differs from the Corn 
Cribs in that it is put up in rolls containing 10, 20 or 30 
rods each, and can be cut up into different lengths, accord- 
ing to the manner in which it is to be used, while the 
Cribs are cut to length as indicated on page 17. 

It is sometimes desirable to build a permanent crib (as 
per illustration below), and for such purposes the Cribbing 
is more suitable. In fact, it is adapted to covering any 
style of corn crib and is more durable as well as cheaper 
than wood for this purpose. 

A 30-rod roll of Corn Cribbing can be cut up, without 
waste, into five cribs of an approximate capacity of 700 or 
800 bushels each. Six rods of 50 or 58-inch fabric per crib. 



American Steel Corn Cribbing 




Height 


Size of Mesh 


Approx. Wt. 


Ask Your Dealer 


Inches 


in Inches 


per Rod Lbs. 


for Prices 


58 


2x4 


29.5 




50 


2x4 


25.4 




42 


2x4 


21.4 




34 


2x4 


17.3 




26 


2x4 


13.2 




18 


2x4 


9.2 






Frame Crib Covered with American Steel Com Cribbing 1 

Valuable Information for the Gorn Kaiser 

What Constitutes a Bushel of Corn 

Generally ear corn is meant in speaking of corn crib capacity. A bushel of corn always means 
sufficient of the shelled kernels to make either a bushel in weight or a bushel in measurement. Corn 
is, however, often handled and sold in the ear. Therefore, allowance is made in the weight taken 
for a bushel, to cover cobs. 

In most states 56 pounds constitute a bushel of shelled corn, but if bought or sold in the ear, 
14 pounds are added, making 70 pounds of ear corn to the bushel. A bushel of ear corn clearly requires 
more crib space than a bushel of shelled corn. Hence we give the capacity of our cribs in bushels or 
ear corn. If the corn is of good quality the crib should yield about the same number of bushels of 
shelled corn as its capacity in ear corn. 

Grain Measure 
To find the bushel capacity of a bin or wagon bed: multiply the cubic feet by .8 (eight- tenths). 

Ear Corn Measure 
To find the bushel contents of a corn crib: multiply the cubic feet by 4 and divide the product 
by 9 for settled corn, or divide by 10 for corn when first put in crib. 

Land Measure 
_ To find the number of acres in a body of land: multiply the length by the width in rods, and 
divide the product by 160. When the opposite sides are unequal, add them and take half the sum 
for the mean length or width. 



Amount of Seed Required in Planting 

Name of Seed Quantity 

Corn, sugar 10 quarts 

Corn, field 8 quarts 

Grass, timothy with clover 6 quarts 

( jrass, timothy without clover 10 quarts 

°ats 2 bushels 

(Peat, in drills 1J£ bushels 

Wheat, broadcast ' 2 bushels 



Hills of Corn in an Acre of Ground 

10 feet apart 435 hills 



8 
6 
5 

3 

2 

1 



680 
. 1,210 
. 1,732 
. 3,556 
. 4,840 
. 6,969 
. 10,890 
.43,560 
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American Steel Gates 

To determine the efficiency and durability of a steel gate, five important features should be 
considered: 

1. — Quality of the Frame. 

2. — Size of mesh of Filler (small mesh desirable). 
3. — Design or Construction. 
4. — Workmanship. 
5. — Simplicity of Operation. 
Years of careful study of the requirements of good gates, together with our large equipment 
and skilled labor, have enabled us to combine all the above features with moderate prices. 

Our line is complete, including gates for every purpose from a light weight Poultry Yard Gate 
to the heaviest and highest gate that may be required. 

Quality of the * n tne selection of tubing for our gate frames, we have carefully considered the 
P stress and strain placed upon the various types of gates and the quality of steel 

frame necessary to combine Strength and Durability with lightness in weight. We use 

only NEW steel tubing of a large diameter, made especially for this purpose. 

Frames are furnished Galvanized or Painted Red, as desired. The red paint used on our painted 
frames is of a grade especially adapted for that purpose and its ingredients will protect the tubing 
longer than other colors. 

Galvanized frames are more desirable because they last longer and look better than the painted 
frames, while only a trifle higher in price. In galvanizing our gate frames we use the electro-gal- 
vanizing process, leaving them under treatment long enough to secure a very thick and substantial 
coating. This enables them to withstand corrosion longer than any other gate on the market. 

Size of Mesh Much of the strength and lasting quality of a steel gate depend upon the "filler" 

r p-it used. In the manufacture of American Steel Gates we use the most durable 

Oi ruler anc j a pp r0 p r i a te " filler" according to the purpose for which the gate is intended. 

American Walk Gates are filled with a 2-inch diamond mesh fabric of truss form, which not only 
proves a barrier to the smaller animals, but adds strength and makes the gate unclimbabie. Children 
cannot swing on these gates because the close spacing makes it impossible to secure a foothold. 

American Lawn Walk Gates and American Lawn Single Drive Gates are filled with a cabled 
fabric of picket design to match American Lawn Fence. The pickets or upright wires are only 
1% inches apart, which also makes these gates unclimbabie. 

American Poultry Yard Gates have a square mesh "filler" in which the spacing between the 
six bottom wires is only \% inches, gradually increasing to 3% inches at the top. This, with a 4-inch 
spacing between the upright or stay wires, makes them especially adapted to poultry yards in which 
small chicks are kept. 

American Single Drive and Double Drive, as well as our Yankee Gates are filled with tMe same 
2-inch diamond mesh fabric used in the American Walk Gate, thus successfully overcoming the 
human tendency to climb over these gates. 

American Tilting Gates and American Park and Paddock Gates are filled with a heavily galvanized 
square mesh fabric, made of No. 9 gage wire throughout. Spacing between the upright or stay 
wires being only 6 inches, makes these gates exceptionally strong and durable — which they should 
be, considering the purposes for which they are used. 

Design or A dominating feature of American Steel Gates is the use of square corners at the 

C tnirtinn bottom, thus effectually closing the space between the gate and the po^ts. The 
VsOnsiruciion tubing has no unsightly joints or connections. The fabric or " filler" is neatly and 
securely fastened to the frame. The electro-galvanizing process used on the galvanized frames pro- 
duces a perfectly smooth surface. The ornamental tops are firmly bolted to the frames, thus 
making the ornamental top gates serviceable as well as neat looking. In fact, from every stand- 
point, American Steel Gates are handsome in appearance and an improvement to any farm. 

Wnrkmanchin Whtli the skilled labor employed in our gate department, and our extensive equip- 
WOremansnip ment) we are a ^| e to turn out gates w hich will give the longest and most satisfactory 
service. Utmost care is used in shaping the frames as well as in fastening the "filler." 

Simplicity of The Fixtures — hinges and latches — used on American Steel Gates are simple in 
Operation design, easily adjusted, and give efficient service. , 

HOW TO ORDER AMERICAN STEEL, GATES 

In ordering American Steel Gates, specify: 

Quantity. 

Width (in feet). 

Height (in inches). 

Whether Galvanized or Painted Frame. 

Style of Gate (Walk, Drive, Tilting, Lawn, etc.). 

Whether Plain or Ornamental Top. 

Fixtures desired (Wood or Steel Posts). 

For Example: 5-12 ft. x 50 in. Galv. Frame Single Drive Gates, Plain Top, For Steel Posts. 
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American Walk Gate 

Galvanized or Painted Heavy Tubular Steel Frames 

Filled with a 2-inch diamond mesh, heavily galvanized fabric, which is unclimbable. 




Ornamental Top 



/MflffifflM SB ffiffinffifolmnHii 



IWlWlWWlWlWiWWI 

\jmwiWmmwmwmii 



Plain Top 



A neat looking, durable Walk Gate always adds dignity to the appearance of a well kept farm 
or residence. Furthermore it protects the lawn or garden from the intrusion of smaller animals. 

J,^„ Ste M dily , inCreasing demand f ° r America « Walk Gates (with their closely spaced, diamond . 
mesh filler and strong frames) is a proof of their superiority. Their construction prohibits chil- 
dren from getting a foothold in the gate and swinging on same. On pages 25 and 27 we show Drive ' 
Gates to match. 



In selling posts for above gates, extra allowance must be made for the hinges and latch 
between posts shown below. 



Distance 



American Walk Gates 



Size of Gate 



widex 34 in. 

" x42 « 

" x 50 " 

' x 58 " 

" x 34 " 

" x42 " 

' x 50 " 

u x 58 " 

" x 34 « 

* x42" 

" x 50 " 

" x 58 " 



high 



Distance Between 
Posts Should re 



Wood Posts Steel Posts 



3ft.,3^in.|3ft. 
3 " S}4 " 3 
3M " 

m " 

3M " 

3M " 

3M « 

3H tt 

m " 

SH " 
SH " 

3H * 



3 

3 
4 
4 

4 
4 
5 
5 
5 
5 



,3Kin 

m u 

PA " 

m « 



Approximate 
Weight 
Pounds 



17 
19 
21 
23 
20 
22 
24 
27 
31 
33 
37 
40 



Full Width 
Full Height 



Ask Tour Dealer for Prices 

with Fixtures for 

Wood Posts 



Plain 
Top 



Ornamental 
Top 



Ask Tom- Dealer for Prices 

with Futures for 

S:eM Posts 



Plain 
Top 



Ornamental 
Top 



AMERICAN STEEL GATES 



Full Protection 
Full Value 
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American LAWN Walk Gate 

Galvanized or Painted Heavy Tubular Steel Frames 

Filled with a heavily galvanized ornamental fabric. Pickets \% inches apart. 




Made with Ornamental Top Only 

American Lawn Walk Gates are handsome, strong, and durable. 

Especially designed for residences and when combined with American Lawn Fence (iMustrated 
on page 16; make a most pleasing and attractive appearance. ~ 

Pickets in the filler are made of heavily galvanized No. 9 crimped wire. 
Horizontal cables are - made up of two No. 12 galvanized wires. 

Furnished in two widths and three heights. 

J 
In setting posts for above gates, extra allowance must be made for the hinges and latch. Distance 
between posts shown below. 



American Lawn Walk Gates 



Size of Gate 


Distance Between Posts 
Should be 


Approximate 
Weight 
Pounds 


Ask Your Dealer for 

Prices with Futures 

for Wood Posts 


Ask Your Dealer for 
Prices with Futures 




Wood Posts 


Steel Posts 


for Steel Posts s 


3 ft. widex 37 in. high 

3 « " x42 " " 
3" u x51 " " 

4 " " x37 " " 
4 " u x42 " " 
4 " " x51 " (< 


3 ft.,3Kin. 
3 " 3J4 " 

3 " 3J4 " 

4 « SX" 

4 " 3K " 
4 ■ 3^ " 


3 ft., &A in. 

3 " 3^ « 

3 « v/ 2 « 

4 » sy 2 « 

4 « 3^ " 

4 » 3y 2 « 


21 
22 
25 
25 
26 
29 







American Lawn Fence to match above gates shown on page 16. 



Full Width 
Full Height 



AMERICAN STEEL GATES 



Full Protection 
Full Value 



America 11 Steel & Wire Company 
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American Single Drive Gate 

Galvanized or Painted Heavy Tubular Steel Frames 

Filled with a 2-inch diamond mesh, heavily galvanized fabric, which is unclimbable. 



hi ww i uvi i fiWiviwiviuuwi'iuvi' hwi'i'i'inu'wu'it mi^MMMh 



IttTlWw- 



Plain Top 



iiififlflTiWifjfiWlTllrtii^JiWifi'illTlUWiTlW* ' 

iilwwjwmnwi'W'inuv^'i'i'i'i'i'W'i 



pAiiVi'i'i'A'iU'iunnvi'iHnnH'i'iunuun'lTiU'i'i'iuuiiVi'iuniti"''- 



Ornamental Top 



In setting posts for above gates, extra allowance must be made for the hinges and latches. Distance 
httwten posts shown below. 

American Single Drive Gates 







Distance Between 




Isk Your Dealer for Prices 
with Fixtures for Wood 


Ask Your Dealer for Prises 
with Fiitures for Steer 






Size of Gate 


Posts Should be 


Approximate 
Weight 

Pounds 


Posts 


Posts 










Plain 


Ornamental 


Plain 


Ornamental 






Wood Posts 


Steel Posts 




Top 


Top 


Top 


Top 




10 ft. wide x 34 in. high 


10ft.,3Kin. 


10 ft. 3^ in. 


51 












10 " 


« x 42 a a 


io" zy 2 u 


10 " 334 " 


56 












10 u 


" x 50 " " 


io « sy 2 u 


io « zy 2 u 


61 












10 " 


" x 58 « " 


io « sy 2 * 


io " sy 2 u 


67 












12 " 


" x34 " " 


12 a sy 2 " 


i2« zy 2 u 


60 












1? " 


" x42 " " 


i2« zy 2 u 


12 " sy 2 " 


65 












U u 


" x 50 " * 


12 " zy 2 " 


12" 3^2 " 


71 












n " 


" x 58 * " 


12 « sy 2 u 


12 « 3H " 


77 












14 " 


" x34 " " 


14" 3H" 


14 " 3K " 


67 












14 " 


" x42 " " 


14" 3K" 


14 " 3^ " 


73 












14 " 


" x 50 w " 


14 " zy 2 " 


14 " 3^ " 


80 












14 " 


" x58 " " 


14 " 3K tf 


14 " W 2 * 


87 












16 " 


■ x34 " " 


i6 * zy 2 " 


16 « 3K " 


74 












10 " 


" x42 " " 


16 " 3^ " 


16 " 3^ " 


80 












16 " 


" x50 " " 


16" 3H" |16" 3H S 


88 










16 " 


" x 58 " " 


16 « 3M " 116 K 3^ K 


96 


- 






Full Width 
Full Height 


AM£ 


R/CAiV 


STEEL 


GATE 


, c Fu 
O Fu 


11 Protect 
11 Value 


ion 

m 
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American Steel & Wire Company 



American LAWN Single Drive Gate 

Galvanized or Painted Heavy Tabular Steel Frames 

Filled with a heavily galvanized ornamental fabric. Pickets 1% inches apart. 




/M... 



_,JJmwn., 



Made with Ornamental Top Only 



The American Lawn Single Drive Gate is artistic in design and very strong, being well braced 
in the center. Especially adapted for private driveways. When used in connection with American 
Lawn Fence it adds to the beauty of the surroundings and affords ample protection against intruders* 



In setting posts for above gate, extra allowance must be made for the hin'ges and latch, 
between posts shown below. 



Distant* 



American Lnwn Single Drive Gates 





Distance Between 










Posts Should he 


Approximate 
Weight 
Pounds 


Ask Tour Dealer for 


ksk Your Dftiler for 


Size of Gate 




Prices with Fixtures 
for Wood Posts 


Prices with Fiitum 








for Steel Posts 




Wood Posts 


Steel Posts 








10 ft. wide x37in. high 


10 ft. 3K in. 


10 ft. 3j^ in. 


63 






10 « « x 42 " " 


10 u %y 2 « 


10 « 33^ « 


74. 






10 « " x51 " " 


10 " 314 u 


io « zy 2 " 


84 


, 




12 a " x 37 " " 


12 ■ 3^ " 


12 " 3}4 " 


65 






12 * a x 42 " « 


12 « zy 2 « 


12 « 33^ a 


76 






12 « « x51 « « 


12 " 3^ " 


12 " 33^ " 


86 






14 a u x 37 « " 


14 " 3J^ " 


14 « 3^ " 


72 






14 « « x 42 « « 


14 " 3^ « 


14 B 3^ " 


84 






14 u « x51 u " 


14 « 3^ « 


14 u 3V 2 a 


95 







I 



American Lawn Fence to match above gates shown on page 16. 
Full Height AMERICAN STEEL GATES Fnliv'alne 1 






American Steel & Wire Company 
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American Double Drive Gate 

Galvanized or Painted Heavy Tabular Steel Frames 

Filled with a 2-inch diamond mesh, heavily galvanized fabric, which is unclimbable. 









mm 






.vi'ivrtwiStt'L ri'ivivmu'i'ivi'i'i'iHWiHviHVi'i'jr 



^..■Mwm>« 




Plain Top. 



-I, 



immmmmimwmwmi 

Bmwmwimmmwihw 

wmwmmwmwiimmmi 



k \wmu wmmmwmmwd 
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Ornamental Top. 



In setting posts for above gates, extra allowance must be made for the hinges and latches. 
>een posts shown below. 



Distance 



American Doable Drive Gates 





Distance Between 




Ask Tour Dealer for Prices 


Ask Tour Dealer for Prises 




Posts Should be 


Approximate 


with Futures for Wood 


with Fixtures for Steel 


Size of Gate 




Weight 
Pounds 


Posts 


Posts 




Wood Posts 


Steel Posts 


Plain 


Ornamental 


Plain 


Ornamental 










Top 


Top 


- Top 


Top 


fo ft wide x 34 in. high 


10 ft, 6 in. 


10 ft, Gin. 


65 










10 » « x 42 " " 


10 " 6 " 


10" 6 " 


71 










10 " « x 50 " " 


10 " 6 " 


10 « 6 " 


77 










| a " x 58 " « 


10 " 6 " 


10 " 6" 


85 








• 


12 « « x 34 " " 


12 " 6 " 


12 " 6 « 


72 










12 " " x 42 (( " 

12 " «. x 50 « " 
12 « « x 5S « « 


12 " 6 « 


12 « 6 " 


78 










12 " 6 " 


12 « 6 « 


86 










12 " 6 « 


12 « 6 " 


94 











Full Width 
Fall Height 



AMERICAN STEEL GATES 



Full Protection 
Full Valae 



American Steel & Wire Company 



New American Tilting Gate 



Galvanized or Painted 
Heavy Tubular Steel 
Frames 





The New American Tilting Gate is an 
addition to our already extensive line of steel 

eS I*t is a combination tilting and lift gate. 
It not only tilts at one end (23 to 36 inches) so that small block 
r ' may rota°te from field to field, but lifts as well; that mjj, *e- entire gate fSL-g^ 
w JSS r ca/be elevated or lifted 12 inches to swing clear of snow ^ hand 

^St^^ffite tntchrin^ne ,lot provided for that P ur- 
^Sa^de^ large closed tubing 1 H inches in diameter - tubing being the same on all 

inCh Wrt P h a the latest improved tightening device, it requires the adjustment of only three bolts to take 
up any slack in the filler and keep it perfectly tight. 

hr^r^®^^^^ *-» — dom on top of gate 

aDd !rAHty m t~^T«h e and durability the New American Tilting Gate is superior to 
all other gates of this type. . rf l ( } Distance 

In setting posts for above gates, extra allowance must be made for the lunges 
between posts shown below. * m ., J . . ^ . 

New American Tilting Gate ^__ 

Ask Your Dealer for Prices 

with Futures for Steel 

Posts 




American Steel & Wire Company 
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American Park and Paddock Gate 

Galvanized or Painted Heavy Tabular Steel Frames 




WWttUttWfiD 



Made with Ornamental Top Only 









Especially adapted for use in connection with Park and Paddock Fence around Private Parks, 
Zoological Gardens, and Fair Grounds, where a gate of extra height, strength, and durability is 
required. 

These gates are made in three widths and six popular heights. 

Frames are made of heavy closed tubing. ^ 

We also invite attention to the large braces which increase the strength of the gate. 

The filler is a heavy, square mesh fabric, with stays 6 inches apart, all wires being No. 9 gage and* 
heavily galvanized. 

In setting posts for above gates, extra allowance must be made for the hinges and latch. Distance 
between posts sJwwn below. 

Park and Paddock Gates 







Distance Between Posts 


Approximate 
Weight 
Pounds 


r 

Ask Tour Dealer for.islt Tour Dealer for 




Size of Gate 


Should be 


Prices with Futures Prices with Figures 




Wood Posts 


Steel Posts 


for Vood Posts 


for Steel Posts 


10 ft. 


wide x 05 in. high . . . 


10 ft. 4 ins. 


10 ft. 4 ins. 


114 






10 


" x70 " ... 


10 " 4 " 


10 " 4 " 


117 






10 


" x75 " ... 


10 " 4 " 


10 " 4 " 


120 






10 


x80 " ... 


10 " 4 " 


10 " 4 " 


123 






10 


" x86 " ... 


10 " 4 " 


10 " 4 " 


127 






10 


" x92 " ... 


10 " 4 " 


10 " 4 " 


130 






12 


x65 " ... 


12 " 4 " 


12 " 4 " 


131 






12 


x70 " ... 


12 " 4 " 


12 " 4 " 


134 






12 


" x75 " ... 


12 " 4 " 


12 " 4 " 


137 






12 


" x80 " ... 


12 " 4 " 


12 " 4 " 


140 






12 


" x86 " ... 


12 " 4 " 


12 " 4 " 


144 






12 


" x92 « ... 


12 « 4 " 


12 " 4 " 


148 






14 


" x65 " ... 


14 " 4 " 


14 " 4 " 


.147 






14 


x 70 " . . . 


14 " 4 " 


14 " 4 " 


151 






14 


" x75 " ... 


14 " 4 " 


14 " 4 " 


154 






14 


" x80 ?' ... 


14 « 4 « 


14 " 4 " 


158 






14 


" x86 " ... 


14 " 4 " 


14 " 4 " 


162 






14 


" x92 " ... 


14 " 4 " 


14 " 4 " 


165 







Fall Width 
Fall Height 



AMERICAN STEEL GATES 



Full Protection 
Full Value 
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American Steel & Wire Company 



Yankee Steel Gates 

This type of gate is especially adapted to farm and railroad uses where the opening is unusually 
wide. It has long been popular owing to the fact that even though the posts may move slightly out 
of line, the operation of the gate is not affected. It is easily opened and closed because of the pulley 
operation, which, owing to its simplicity has the least chance of getting out of order. 

Frames are made of large tubing, and are painted red, or galvanized, as desired. We recom- 
mend the galvanized frames because they last longer and look better, while only a trifle higher in 
cost. The filler, or covering, is a 2-inch diamond mesh, heavily galvanized fabric, which is unclimb- 
able. In construction, durability, and reasonable cost the Yankee Gate offers exceptional value. 

Hanging Yankee Gates 

An auger and monkey wrench are the only tools necessary in hanging the 
Yankee Gate on wood posts. All holes in the hinge posts for Yankee Gates should 
be bored at an angle of 45 degrees from the line of the gate when closed or wide 
open, as indicated in Fig. 6. 

All our Yankee Gates are made 10 inches wider than the listed width. For 
example: a 14-foot Yankee Gate is 14 feet 10 inches wide and is intended to lap 
5 inches on each post. For a 14-foot Yankee Gate, set the posts 14 feet apart. 
For a 12-foot gate, set posts 12 feet apart. 




Fig. 6 



Yankee Gate Without Cranes 

Galvanized or Painted Heavy Tabular Steel Frames 

Filled with a 2-inch diamond mesh, heavily galvanized fabric, which is unclimbable. 



I 



mmmtfM 

taw 



LMWjWM 



Above style Yankee Gate can be hung on Steel or Wood Posts. 

Yankee Gates actually measure 10 inches more than the width listed — allowing for 5 
inches to lap over on each post. Posts should be set accordingly, as shown below. 





Yankee Gates Without Cranes 






Distance Between 


Approximate 

Weight 


1st Yonr Dealer for Prices 


Isk Your Dealer for Mm 


Size of Gate 


Posts Should be 


with Fixtures for "Wood 


with Fixtures for Steel 






Pounds 


Posts 


Posts 




Wood Posts 


Steel Posts 


12 ft. wide x 50 in. high 


12 ft. 


12 ft. 


84 






12 ft. « x58in. " 


12 " 


•12 « 


97 






14 ft. u x50in. « 


14 « 


14 » 


93 






14 ft. « x58in. " 


14 " 


14 " 


101 






16 ft. a x50in. " 


16 « 


16 " 


102 






IGft. u xSSin. « 


16 a 


16 " 


111 







Simple in 
Oonstrnction 



YANKEE STEEL GATES 



Unclimbable 
Fabric 



American Steel & Wire Company 
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Yankee Gate with Bottom Crane 

Galvanized or Painted Heavy Tnbalar Steel Frames 

Covered with a 2-inch diamond mesh, heavily galvanized fabric, which is unclimbable. 




Above style Yankee Gate can be hung on Wood Posts only 



In operation, the above gate is practically the same as the Top Crane Gate, except that it is 
supported at the bottom. 

With the crane attached at the bottom, a shorter post can be used, but the bottom of the gate 
should be 4 or 5 inches above the surface of the ground. ' . 

The latch end of the gate can be raised or lowered 6 to S inches by adjusting the nut on end of" 
crane rod. 

Yankee Gates actually measure 10 inches more than the width listed — allowing for 5 
inches to lap over on each post. Posts should be set accordingly as shown below. 



Yankee Gates 'with Bottom. Grane 





Distance Between Posts 
Should be 


Approximate 


Ask Your Dealer for Prices 


Size of Gate 


Weight, 
Pounds 


with Fiitur^s for Wood 




Wood Posts 


Posts 


12 ft. wide x 50 in. high 
12 u " x 58 " ■ 


12 ft. 


95 


• 


12 " 


102 




14 « " x 50 " u 


14 « 


106 




14 " " x 58 " " 


14 " 


114 




16 " " x 50 " " 


16 " 


117 




16 u " x 58 u " 


16 u 


125 





Strong YANKEE STEEL GATES Serviceable 






American Steel Se Wire Company 



Yankee Gate with Top Crane 

Galvanized or Painted Heavy Tabular Steel Frames 
Filled with a 2-inch diamond mesh, heavily galvanized fabric, which is unclimbable. 



I'ViwmmwiWiwiYiWiwiwivi'^ 



i'lWlWiWiliUM 

litiitouwiffltoi 
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r*_^, 



(Closed) 




(Open) 




Above style Yankee Gate can be hung on Wood Posts only 

With Top Crane applied to the Yankee Gate it becomes more convenient to handle, in that no 

lifting is required. 
It also provides additional support and carries the weight of the gate in all positions. . 
Being supported midway between the posts, as well as at the posts, sagging is impossible. 
The gate slides half-way open and swings the other half, as shown in illustration. 
To properly hang this style gate, the post to which the crane rod is fastened should be at least 

18 or 20 inches higher than the gate itself. 

The holes for crane rod hook and hinge hook should be 18 inches from center to center of holes. 

The latch end of the gate can be raised or lowered 6 to 8 inches by turning nut on end of crane rod. 

Yankee Gates actually measure 10 inches more than the width listed — allowing for 5 

inches to lap over on each post. Posts should be set accordingly, as shown below. 

Yankee Gates -with Top Crane 



Size of Gate 


Distance Between Posts 
Should be 


Approximate ' 
Weight 
Pounds 


Ask Tonr D*»ler for Pric« 
with Fiitww for Wood Pest* 




Woou Posts 




12 ft. wide x 50 in. high 
12 • a x 58 a a 
14 " ■ x 50 tf * 
14 « * x 58 " * 
16 « " x 50 u * 
16 « " x 58 " « 


12 ft. 
12 " 
14 " 
14 « 

16 ■ 
16 a 


105 

112 
117 
125 
130 
138 





Easily 
Operated 



YANKEE STEEL GATES 



Cannot 
Sag 



American Steel & Wire Company 
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Improved American Double Jack Stretcher 




The American Double Jack Stretcher combines all the important features of 
a fence stretcher — Simplicity, Strength, and Safety. 

It is made entirely of steel, therefore, strong and durable. t 

The angle bars, or clamp bars, are rounded in such a way as to prevent injury 
to the wire during the stretching. 

No bolts or nuts to fasten or become lost. 

Two jacks make it possible to stretch the fence at top or bottom, as desired. 

This stretcher can be operated by one person. 

Its construction makes it the most practical fence stretcher on the market. 

Furnished complete with one pair of clamp bars, two jacks or stretching heads, 
two sets of chains and two levers. 

Shipping weight about 105 lbs. 
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American Steel & Wire Company 



Lott Stretcher 




This stretcher has stood the test of time, 
Droving by its years of actual service to be a 
strictly reliable and inexpensive stretcher. 
Stretching chains are 8 feet in length. We do 
not furnish levers. 

Shipping weight about 85 lbs. 



American Fence Tool 





A. S. & W. Single 
Wire Stretcher 

(Patented) 



For Use with Wood Posts 



This tool is meeting with great favor, and is 
without doubt the only tool of the kind obtain- 
able that fully and satisfactorily meets the re- 
quirements of a finishing stretcher. In connec- 
tion with the Double Jack or Lott Stretcher it 
constitutes a complete fence-stretching outfit, 
both for the farmer and professional fence-builder. 

It does not injure the wire but has a grip that 
never slips. It is all metal, hence very strong 
and durable. It works in any position. It is 
just the thing for tightening up barbed and 
smooth wire fences as well as woven wire fences. 
By its use woven wire fence can be erected with- 
out losing a particle of the tension in removing 
the heavy stretcher. 

Shipping weight about 6 lbs. each. 



In reality four tools in one. Staple puller, 
hammer, wire cutter, and pliers combined. 

Especially adapted for fence-building purposes. 

It is made of high grade steel and has a pol- 
ished head. 

Put up in boxes containing one dozen or. half- 
dozen tools. 

Shipping weight per dozen about 32 lbs. 



American 
Post Auger 

The Auger here shown 
was designed for the sole 
purpose of assisting in the 
setting of steel line posts. 
Where conditions will not 
permit driving the line 
posts, the American Auger 
saves considerable time 
and labor, because it 
makes a hole just a little 
smaller than the post, so 
that the post can then be 
driven, giving it a tight 
fit in the soil. 

Shipping weight about 
8 lbs. 




American 
End Tool 



■■i^^^S) 



For Use with Steel Posti 

(See directions for use on 
page 38) 



Shipping weight about 7 lbs. 



American Splicer 




Before Splicing 



After Splicing 



Necessary and convenient for splicing wires 1 
woven wire fence or elsewhere. Inexpensive an< 
does the work well. 

Weight per dozen 3 lbs. 



American Steel & Wire Company 
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ENCE building is greatly facilitated if, at the 
outset, the fence line is properly cleared of 
= brush, stumps, rocks and other obstructions 
which, if not taken into consideration, will 
interfere with the lining up of the posts and stretching 
of the wire fabric. A fence should be pig tight and 

hog tight at the bot- 
tom, and to make it 
so the humps should 
be leveled off in order 
that the bottom of the 
fence shall rest natur- 
ally and snugly on the ground, at the [lowest points. J 

Digging Holes 

The next step is to dig holes for end posts and corner posts. 
Wherever a gate is to be placed in the fence line, two end posts 
will be necessary. If the gate is placed at a corner, two end posts 
will answer— one at the corner, the other at the opposite end of the 
gate. Under ordinary conditions, with soil fairly firm and not 
too wet, the hole for th e American steel end post may be in size 
18 inches by 20 inches] the longer dimension being parallel with 




the fence line. Set the post not less than 3 feet deep, and even 

deeper if the post will admit being more than 3 feet in the ground 

and leave enough above ground to 

carry the fence. Corner posts, under. 

normal conditions, require a hole 

whose dimensions are [20 inches by 20\ 

inches and not less than 3 feet deep. ^*%k 



_^,.s,. ^Z+**n>/?#V±^-^ 
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American Steel & Wire Company 




Posts should not extend above th e top wire 
of the fence more than|2 inches,] 



Aft er dig ging the- hole for the end post, 
make a/mark] on the post, measuring from the 



top, indicating how far the post should be set 
in th e ground. For instance, if the fence is 
to be/47 inchesl high place the mark 49 inches 
from the top of the, p ost. Put the post in the 
[middle of the homel and fill the hole with 
concrete level with the surface of the ground, 
making sure that the mark on the post is level 
with the surface. Be cer- 
tain that the bottom of tnc 
post hole is as large, if not 
larger, than 
the top of 
the hole. 



Digging the Brace; Block Hole 

Without disturbing the concrete about the 

end post, slip the brace over the brace- 

/connectionj let the other end of t he brace rest 

on the ground, and lmake a markl2 o r 3 inches 




nea rer the post than the end of the brace. 

^This mark) will be the edge of the brace-block hole next the 



post. Dig the brace-block hole the same width and length as 
the end post hole, and from 16 inches to 18 inches deep if the 
ground is reasonably firm. If the ground is quite soft and yielding, 
make the brace-block bigger, a little deeper and increase width 
and length. The brace-block must present a surfaco 
to the earth of sufficient size to withstand the heavy 
pressure of the fence, as the brace-block carries practic- 
ally all the strain. After digging the brace-block hole, 
fill it with concrete level with the surface of the 
gr ound, attacluthe bracej to the post \connectionj 



insert the [brace foot, [ and press down in the/ 
concrete until itlis buried two or three 
inches below the surface^hen let 
it alonel until thoroughly set- 



American Steel & Wire Company 
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JBrace collarsl must be in place and tight. Always see 

that the brace collar is down on the post far enough to get 

the best result s. Before stretching ascertain and be sure 

that the \nut) on the brace collar bolt is turned up very 

securely. This collar must be tight or it will slip. 





Setting Line Posts 

It is a good plan to use a line 
in setting line posts, as this will 
provide a more certain means of 
getting the fence straight. In or- 
dinary soil with a crowbar make 
/a holel for the line post 10 or 15 
inches deep. Put the post in this 
hole and the American Driving 
Cap on top of the post, then with 
a maul (preferably a wood or 
woodfaced maul) drive the post 
down, using light blows and more 
of them, rather than trying to 

drive too far with 

each blow. 



mm K - 



, 



If the ground is 
#**m%?'« ■'- hard, stony, or full 

of roots whereby the post 
is apt to be damaged in 
driving, use the 







j g ( Am erican 
(Auger, J which 



h will 
make a hole just 
the right size for 
the line post. This 
will assure placing 
the post in the right 




*-*tu<Msm 



American Line Posts 
spot and without damage. 

Driving Line Posts 

Line posts can be set with the American 2-inch 
auger just about as fast as they can be driven. 



■ mn, 
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Stretching Fence on 
American Steel Posts 

Do not attempt to stretch fence until 

the concrete about the ends and corners 

is thoroughly set. First, unroll the fence 

on the ground with the bottom bar 

-next to the posts. Trim the stay wires 

T t„ m the rnds of the fabric, as shown. j 




Fasten^rb^TThe fence to the ^^gfjte other 
end post and pull as much ^J^^S^^XO the fence 

2 to 4 feet from ~ l 
end post. Put, 
{wood dummy 
4 or 5 feet back 
the steel 
and thei 

a good 
fheavy brace 

letting one 

the brace 

the f brace 




the steel post, 
dummy post, wor 



lift the fence off the ground occasionally 
^ e £ e e nd Ce po°sts so „% relieve the ^icuon 
and let the fence distribute itself over the line 
H When the fence is stretched tight, 

trim out the stay wires so that the . 

ends o. the fence -^^^fl 

Ht^ rWp AmencarTEn d) 

JToolI or some other tool 

American and draw theljnr of the fence g«W g^. 

End Tool J*T_ «l»e end P ost ' sp J 1C, " g the 



11 IV V-i»V* £*«--, * 

itself, as indicated. 



i 



American Steel & Wire Company 



3<> 



Fastening to Line Posts 

It is not necessary that all wires of the fence 
be fastened to line posts. 

Fasten the top bar of the fence in the top 

tongue of the line posts, driving the tongue 

twell backward] over the wire. Then fasten as 

many wires as convenient and the fence will 

stay all right. 

If one half or two thirds of the wires are 
fastened to the post it is sufficient. Do not 
turn tongues down over the wire unless neces- 
sary. However, the tongues can be turned 
J down [ if properly handled, but it is much 
harder on the metal. When the fence has 
been completely fastened, remove the 
stretcher and the job is finished.^ 




A Successful Fence 

Every fence for good service must depend largely on its foundations. The 
foundations of any wire fence are its ends. Get the ends right. They must be 
solid and immovable. Then thoroughly stretch the wire fabric and fasten it 
properly to the end posts, and satisfactory service will follow. 

Hanging Gates on American Steel Posts 

We give distances between posts for hanging various styles of American 
gates. However, the best method ro use in hanging steel gates on steel posts is 
to have the gate on the ground and, after the holes are dug for the end posts, put 
the hinges on one post and the latch on the other, hang the gate between the two 
posts, brace the posts and gate so that they will *tand in the position they are 
expected to take after the fence is up. When the gate has been hung and 
braced so it will stand, fill the end post holes with concrete and allow the gate 
to remain on the posts. This insures the correct hanging, whereas if the 
gate is not hung the posts might move a little, and after the concrete sets it 
u difficult to rectify such an error. 



-^^" 



American Steel & Wlr» Company 



Fence Building 

With Wood Posts 



F^r" 



^z» 



End Post With 
Anchors 

The first act in fence 
building is the set- 
ting of the end posts 
4 to 4K feet deep in 
a hole which has one . 
side flat where the 
post will come flush 
with the flat side 
and lean against 
the solid earth. 
End posts have 
two aj ichorSt 
J securely 
to each post, 
wit h 6-in. spikes, 

the/top anchor] 

placed so it will 
bear against 
the ground in 
the direction of 
fence pull, the 
bottom anchor] 
on the opposite side. 
Once set, the earth 
filling of the hole 
should be thor- 
oughly tamped, to 
secure the great- 
est possible 
solidity. 
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Corner Post 
Anchors 

A corner post, being 
subject to a tremen- 
dous pull from two 
directions, is supplied 
with three anchors. It 
is set in the hole 
4 to 4K feet 
deep, as is the 

end post, the 
hor\and 



anci 



(top 

[bottom anchor\tak- 

ing the fence pull in 
ohe direction while 



the third anchor, 
placed just under 
the top cross-piece 



but at right angles 
on the post, acts as 
a stiff ener against 
the pulling power 
from the direc- 
tion in which 
it is spiked. 



^o 




^^ 



^^ 
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Post Anchors 

for 

Hollow Places 

A bottom an- 
chor on a line 
post is neces- 
sary where 
there is a 
hollow or 
depression 

in the ground 
along the fence 
line. This 
anchorl is placed ' 
at the very low* 
est point on the 
post so that the 
fence shall not 
pull the post 
V out of the 
•' ground. 
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Wood and Wire Braces — End Post 

End and second posts with necessary 
braces and anchors constitute the 
foundation of the fence. This is the 
end post with anchor s at top and bot- 
tom, and also with the lwood brace/ ^nd" 



wire brace to the second pos t, shown in 
their proper positions. The (top anchor^ 
bears against the ground in the direc- 
tion the fence is to be pulled, the 
[bottom anchorT on the opposite side of A 
the post providin g resistant leverage. { 
The counter, or (wire brace\No. 8 or 
larger soft galvanized wire, is wound 
and stapled at the bottom of the end 
post close to the ground. 



Braces and Corner Post 

Here we have the wood brace and 
the wire brace in complete in- 
stallation on a corner post 
and the second 
posts. 




.^ — _£ 





of the end post and around 



th qsecond post 6 inches from the 

using an A. S. & W. stretcher to draw i 
wire brace tightly. Then with a claw- 
ham mer or oth er tool inserted between the 
^wiresjmidwayl between the posts and wood 

brace intersection, twist the wire brace until it becomes a hard and taut cable 
This act is done both above and below the wood brace. 




J 



VP 
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Stretching the 
Fence 

As line posts do lit- 
tle work other than 
sustaining a part 
of the weight and 
holding the fence 
in position, they are 
spaced about 1 rod 
apart, being set 3 ft. 
S deep at least. Un- 
roll enough fence 
to fasten around 
corner or end post, 
as desired, standing 
fence up against the 
post, large meshes 
on top and/ leaving! 
enough to go clear] 
around the post. 




% 



Wood and Wire Braces- 
Second Post 



The second, or brace post, also anchored 
to secure a better job, i s set 11 feet fr om 
the end post, so that a/wood brace) 4x4 



4^..-^* 



xl2 can be placed diagonally, this brace 
being set flat against the post about 10 
inches from the ground at the second 
0pst and the same distan ce from the 
Up of the end post. The(w ire_bracg 
is attached or wound around the 
second post about 6 inches from its top. 
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Stretching the 
Fence 

After getting the fence 
into position at the end 
or corner post, fasten 
each lin e wire around 
the post, [ wrapping the 
line aro und its own 
member. i Then each 
line wire should be 
thoroughly stapled to 
the end post, staples 
being driven down 
firmly, contrary to the 
method for stapling 
line posts where staples 
are driven in lightly to 
permit line wires to* 
work back and forth 
more. or less freely. 



Splicing the Fence 

The fence roll having 
been laid down to its 
end and when another 
roll is to be spliced, 
leave approximately 
6 inches of wire 
from each stay 
at the e nd and 

splice it byj wrapping 




the end of one wire, 
around the cor- 
responding wire 
of the second 
roll of fence, 



using the Ameri- 
can fence tool. 
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Splicing 

the 

Fence 

In splicing 
one roll of 
fence to an- 
other the 
wires hav- 
ing been 
wrapped 
around 
each cor- 
responding 
wire, the 
will 
have the 
neat and 
strong ap- 
pearance as 
shown in 
the illus- 
tration. 
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Stretching the Fence 

The splicing of the two rolls of fence having been com- 
pleted, the fence builder proceeds to the end of the line, 
stretching the fence by hand as much as possible while 

it lies on the ground. The stretcher clamp bar\then is 

attached, the [large hook 

open side of the hook\facing the posts and in the centerl 




of the fence with equal number of line wires above and 
below. The stretcher is worked back and forth until the 
fence is thoroughly tight. It then will be found that the 
fence between the stretcher clamp bar and the end post 
needs to be taken up, and this is done with the 
[hand A. S. & W. stretchefN each wire being taken up by 
itself. 

The operator holds the stretcher with his body while 
driving the staples on the end post tightly. 



48 



American Steel & Wire Company 



Stretching ' 
the Fence* 

When the line* 
wires have been 
wrapped and 
stapled around^ 
the end post,: 
continue then : 



tojunroll the 
(fence flat upon 
(the ground 



along the line 
of posts as 
shown here. 
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Stretching the Fence 

In using a stretcher, a Lott for" instance JaTong lever [ especially is ' 
desirable, because with irone man may accomplish as much as 
several men with a short lever. Note the lever length. 

Stretching the Fence 

Following the driving of staples in end post after each single 
wire has been dr awn tightly, each individual wire is b rought 
around the post,] fastening and twisting the wire | to the 
^corresponding member of the fence. 
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Standard Nail Card 

Extras on Standard Wire Nails in Kegs 



Ori 



m-n- -Wed and Motive December 1, 



1896. Subject io change without notice 



COMMON ™CE, SHINGLE, 

TOBACCO, FLOORING AND 

COMMON BRADS 



ADVANCES 

10d to 16d »0.05 »d « 

KS5& :JS fHdshiiii. :S 
■fflKD°SB?85i£ D 

15 centa advance over common. 
CASING, SIDING AND 
SMOOTH BOX NAILS 

10d and larger *>•" 

8dand9d ** 

6dand7d |6 

4dand5d JJ 

a-::::::::::::::::::::::: 1$ 

Barbed Box, 15 cents advance over 

smooth nails. 

SMOOTH FINISHING NAILS 

iOd and larger *0.25 

8dand9d f* 

6dand7d « 

4dand6d « 

3d .'{J 

2d 11B 



2d. 
3d. 
4d. 
6d. 
6d. 



SLATING NAILS 



.$0.80 
. .60 
. .40 
. .40 
. .30 



FINE NAILS 

2d, extra fine, 1x17 $1.10 

2d, fine 100 

3d, l^izl5 ™ 

3d, extra fine, 1^*16 ™ 

4d.. 60 

BARREL NAILS 

Ji-lnch...|l.SB lH-inch...$0.60 

j|-inch... 1.00 134 -inch... .60 

%-inch... .85 lH-inch... .40 

1-inch... .70 lH-inch... .30 

BARBED ROOFING NAILS 

?£-inch 90-H 

7^-inch *5 

,60 
.60 
.66 
.46 
.36 



j|-inch 

1 -inch 

Ij^-inch 

lJ4-inch 

Ij5 andlM-inch 

2 -inch 



CLINCH NAILS 
(Annealed or Bright) 

2d * 4 -25 

3d f» 

4dand5d « 

6dand7d $» 

8dand9d « 

10dto20d 3B 

HINGE NAILS 
(Annealed or Bright) 

4d $0.80 

cS 70 

It:::::::::::::::::: so 

lOd'and larger eo 

BOAT NAILS 

25 cents extra over hinge. 

SPIKES 

All sizes to 9-inch 80.10 

10-inch and larger. . . . .... . . •« 

Special Gages 10<J additional. 

BARBED DOWEL PINS 

lH-inch. . .$0.60 
IK-inch... -60 
lH-lnch... .60 
1^-inch... -60 



W-Inch...S1.26 
^-inch... 1.00 
.85 

.70 



K-inch... 
1 -inch. . . 



Annealed Nails (except Clinch and Hinge) 
15c per 100 lbs. extra. 

Blued Nails, 26c per «0 lbs- extra 
Special Heads, 15c per 100 lbs. extra. 



«PFf.IAL EXTRAS ON STANDARD WIRE NAILS 
S P J?.^.„7«„?£ Scecial Points, 15c per 100 lbs, extra. 



G^vLSrAlVVtandard Nail*, 
at special prices. 



List Prices of Miscellaneous Wire Nails 

R evis ed Febmnry 1, 1910. Subject to cbanae without ""»««. 

Per Pound for 1, 5 or lO-Pound Packaftea. 

In ordering state whether Hat head* or brad head* are wanted. 



A -INCH 

No. 20 $1.80 

No. 21 2.00 

No. 22 2.20 

No. 23 2.40 

No. 24 2.55 

Ji-INCH 

No. 19 $1.00 

No. 20 1.25 

No. 21 1-66 

No. 22 1.90 

No. 23 2.15 

No. 24 2.36 

No. 25 2.66 

No. 26 3-10 

H-INCH 

No. 18 $0.80 

No. 19 .90 

No. 20 1.00 

No. 21 1.25 

No. 22 1-56 

No. 23 1.96 

No. 24 2.15 

No. 25 2.40 

No. 26 2.80 



W-INCH 

No. 14 $0.55 

No. 16 65 

No. 16 65 

No. 17 60 

No. 18 65 

No. 19 75 

No. 20 85 

No. 21 1.00 

No. 22 1.25 

No. 23 1.66 

No. 24 1.90 

^g-INCH 

NO. 12 $0.48 

No. 13 43 

No. 14 43 

No. 15 45 

No. 16 60 

No. 17 62 

No. 18 58 

No. 19 66 

No. 20 75 

No. 21 85 

No. 22 1.10 

No. 23 1.45 

No. 24 1.66 



J^-INCH 

No. 10 $0.36 

No. 11 -36 

No. 12. . 
No. 13.. 
No. 14.. 



No. 16 42 

No. 16 43 

No. 17 46 

No. 18 62 

No. 19 60 

No. 20 70 

NO. 21 85 

%-INCH 

No. 8 $0.33 

No. 9 33 

NO. 10 33 

No. 11 33 

No. 12 33 

No. 13 34 

No. 14 35 

No. 16 36 

No. 16 39 

No. 17 48 

No. 18 45 

No. 19 56 

No. 20 67 



1-INCH 
Nos. 7 to 12 $0.30 

No. 13 31 

No. 14 32 

No. 16 S3 

No. 16 36 

No. 17 40 

No. 18 43 

No. 19 53 

No. 20 64 

I^-INCH 
Nos. 7 to 12 $0.30 

No. 13 31 

No. 14 32 

No. 15 32 

No. 16 36 

No. 17 .40 

No. 18 43 

No. 19 63 

IK & l?^-INCH 
Nos.6 to 12 $0.29 

No. 13 30 

No. 14 31 

No. 15 32 

No. 16 34 

No. 17 39 



1 H & l^s-INCH 
Nos.4tol3$0.29 

No. 14 30 

No. 15 SI 

No. 16 33 

No. 17 38 

lJi-INCH 
Nos. 4 to 13 $0.28 

No. 14 29 

NO. 15 30 

No. 16 82 

No. 17 38 

2-INCH 
Nos.3 to 10 $0.27 

No. 11 28 

No. 12 28 

No. 13 .28 

No. 14 29 

No. 15 30 

NO. 16 36 

2Ji-INCH 
Nos.3 to 10 $0.27 

No. 11 28 

No. 12 28 

No. 13 28 

No. 14. . . . . .29 



2H-INCH 
Nos.3 tb 10 $0.26 

No. 11 27 

No. 12 27 

No. 13 28 

2J£-INCH 
Nos.3 to 10 $0.26 

No. 11 27 

No. 12 27 

.3-INCH 
Nof.S to 10 $0.25 

No. 11 26 

No. 12 27 

SK-INCH 
Nos.3 to 10 $0.25 

No. U 26 

NO. 12 27 

3H-INCH 
NOB.3 to 10 $0.25 

No. U 26 

4-INCH 
Nos.3 to 10 $0.26 
No. 11 -26 



LIST OF EXTRAS AND 



NAILS. 



Add to llBt 4 cts. per lb. for H-pound paper boxes. 
Add to list 8 cts. per lb. for H-Pound paper boxes. 
Add to list 2 cents per pound for barbing. 
Add to list 2 cents per pound for "*•"§£„*■■ 
Add to list 2 cents for Special Heads or Headless. 
Add to list 2 cents for Needle PointB or any Special 

P Fo?lengths not listed, use list price for same gage 
In nearest shorter length. 



Deduction for 26 and 50-lb. boxes, 1 cent per lb. 



DEDUCTIONS FROM LIST PRICES ON MISCELLANEOUS 
SUBJECT TO DISCOUNT 

For Nails, finer than full gage, apply list > P?™ °J 
same length in next finer gage. For example, for 
No. 1BJ4 gage use No. 19 list, etc. 

Nails heavier than listed, at special net prices, 
according to quantity. 

aalvanlislne tinning, brass plating, coppering. 
blSSg^d a^eXgmisceUaneous nails, at special 

prices. 
Deduction for 100-lb. kegs, % cents per lb. 
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American and 
Griswold 

Bale Ties 

Made by American Steel & Wire Company 

THESE old and tried ties have passed through 
years of refinement in manufacture and trial in 
actual use until they are now standard of the world. 
Much depends upon the strength and reliability of a 
bale tie. Heavy commercial loss results from the use 
of ties of unproven worth. No other form of wire 
calls for more care in manufacture, beginning with the 
earliest stages of steelmaking down to the finished tie — 
no other form of wire has to stand more strain and 
abuse. Bale tie wire MUST be made in the highest 
perfection possible — anything less invites heavy damage 
and loss. 

Complete descriptive Catalogue sent free for the asking 

American Auto-Towing Cable 
American Auto-Truck Cable 

Made by ' 
American Steel & Wire 

Company 

One piece. No detachable parts to be lost. 

AMERICAN AUTO-TOWING 
CABLE is a crucible cast steel rope 
of fine wires, 25 feet long, as flex- 
ible and adaptable as a manila rope. Its 
strength is 4 tons. 

Attachment is by chain and hook at each end— the handiest, best 
understood, quickest form of connection. 

Unusual flexibility permits compact coiling, taking the least room. 
Its smooth finish makes it clean handling— mud and waterproof 
American Auto-Towing Cable,' a necessity in 
71& every . automooile tool box, is packed in a neat 
bag, like a tire chain sack. 

Ask any Garage for it. 








Send for booklet describing all about au(o toivinjl- 
a new business. 
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American Wire Nails 

Made by American Steel & Wire Company 




V 






SJ 



The Mills (hat developed lhe 
Wire Nail in America 



Common and Miscel- 
laneous, Box, Casing, 
Flooring, Fence, Tobacco, 
Boat, Roofing, Slating, 
Shingle, Finishing, 
Clinch, Hinge, Car, 
Barrel, Fine, Lining, 
Clout, Broom, Basket, 
Berry-box, Wagon, 
Dowel, Tie-marking 
Nails, Staples, 
Escutcheon Pins, 
Large Head Barbed 
Roofing Nails, 
R. R. and Boat Spikes. 



Catalogue illustrating all kinds 0/ 
Wire Nails furnished utou request 



American Barbed Wire *\ 

Made by American Steel & Wire Company 

In the following 
Htandard brands 

American Glidden 
Ellwood Glidden, 
Baker Perfect, 
Waukegan 2-Point, 
Lyman 4- Point, 
Waukegan 4-Point, 
American Special 
2-Point. 

Illustrated Catalogue furnished 

upon application. New Wire Reel Patented 

See our exhibit at the Panama-Pacific Exposition 
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CHEMICALLY PURE 



Sulphate of Iron 



For Farm Sanitation 




For protection against hog cholera, 
worms and other diseases of swine. 
Useful for toning up the system, 
thus preventing many diseases of 
cattle and poultry. 

Sulphate of Iron prevents the breeding of Typhoid Flies and other disease 
breeding insects; keeps the barn, hog lot and poultry yard sweet and clean. 

Sulphate of Iron kills certain noxious weeds, such as wild mustard, ragweed, 
cockleberry, wild radish, wild turnip and frenchweed. Sulphate of Iron also is 
of great value in the purification of water and sewage, fertilizer manufacture, 
horticultural sprays, dyeing of fabrics, purification of gas, plate glass polishing, 
paper making, ink making, photography, leather tanning for color and the manu- 
facture of drugs and medicines. 

Sulphate of Iron is a by-product of the manufacture of wire. As its name indicates, it 
is nothing more nor less than iron in solution, drawn by our patented process of manufac- 
ture into crystals resembling rock candy or granulated sugar. It is non-poisonous, being in 
various ways assimilated with foods and medicines for live slock, and possessing all Hie 
remedial properties of iron, of which it is the essence. 

Put up in S5 pound cartons, in barrels, in 100 or 200 pound bags, or sold in 
bulk in carload lots. For Sale Everywhere. 

A publication descriptive of the use of Sulphate of Iron 

in deitroying weedi and creating sanitary conditioni, 

rurnithed free upon requeit. 

See our exhibit at the Panama-Pacific Exposition 
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Export Representative: U. S. Steel Products Co.. New York 
Pacific Coast Representative; U. S. Steel Products Company 
San Francisco Los Angeles Portland Seattle 



American Fence 

Stocks of American Fence are 
carried in every place where farm 
supplies are sold. The fence is ship- 
ped to these points in carload lots, 
thereby securing the cheapest trans- 
portation, and the saving in freight 
thus made enables it to be sold at the 
lowest prices. Look for the American 
Fence dealer and get the substantial 
advantages he is enabled to offer. He 
is there to serve the purchaser in per- 
son, offer the variety of selection and 
save the buyer money in many ways. 

s 

FOR SALE BY 



American Fence Catalogue, 3602 
August, 1915 
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Awarded the Grand 

Prize at the Panama-Pacific 

International Exposition 
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Chicago New York Cleveland Pittsburgh Denver 

Export Representative: U. S. Steel Products Co., New York 
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San Francisco Los Angeles Portland Seattle 



American Fence 

Stocks of American Fence are 
carried in every place where farm 
supplies are sold. The fence is ship- 
ped to these points in carload lots, 
thereby securing the cheapest trans- 
portation, and the saving in freight 
thus made enables it to be sold at the 
lowest prices. Look for the American 
Fence dealer and get the substantial 
advantages he is enabled to offer. He 
is there to serve the purchaser in per- ~ 
son, offer the variety of selection and 
save the buyer money in many ways. 

FOR SALE BY 



American Fence Catalogue, 3602 
August, 1915 



